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DPDai, 336-59 


Westinghouse Electric Corporation 
Friendship Internatioral Airport 
Baltimore 27, Maryland 


Gentlemens 


1. You are hereby advieed that the United States Gevernment 
| intends to place a contract with your company for the procurement 
of the continuation of Field Hatntenance Services aimiler to those 
| furnished under Contract No. HF-S141 between the above parties. 


2. it is intended that this new contract cover the porlod 

2 July 1959 through 30 June 1960 and will be for domestic services 
| only. In the event overseas services are required, the contract 
price will be subject to adjustment. It is contemplated that the 
eontract shall be a Fixed Price or Fixed Frics Redeterminatle Type 
dependent upon analysis and negotiation of Contractor's proposals. 


3. Pending the negotiation and issuance of the above contract, 
Contractor is hereby anthorized to expend [a performance 


25X1A10 ef work authorized hereunder. 
Very, truly yours, 
25X1A9a 
Contracting Officer 
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